


Certificate for the purpose of deduction under Section 80 D of Income Tax Act, 1961* 


This is to certify that the MANSUKHBHAI RANK has paid Rs 27735.9 (Rupees Twenty-Seven Thousand Seven Hundred Thirty-Five 
and Paisa Ninety Only ) towards premium for Optima Restore Floater Policy No 190400/11121/AA01256700-011 issued to Mr 
Mansukhbhai Nanjibhai Rank for period 19-Nov-2020 to 18-Nov-2021. 


Location: Gurgaon For and on behalf of HDFC ERGO Health Insurance Ltd. 


Date: 09-Nov-2020 £ 
Nae — 


Authorized Signatory 


*Note 


1. This is subject to the provisions of Section 80D of Income Tax Act, 1961 as amended from time to time. 

2. This certificate must be surrendered to the company in case of cancellation of this policy. In event of incorrect representation of 
this declaration the liability shall be upon the policy holder. 

3. Please note that this certificate will not be issued if the premium payment has been made in cash. 

4. In case of dishonour of the premium instrument, the policy will be deemed cancelled ab initio. 

5. 80D benefit is applicable for only Self, Spouse, Dependent Children and Dependent parents 


HDFC ERGO Health Insurance Limited (Formerly known as Apollo Munich Health Insurance Company Limited.) + Central Processing Centre: 2nd & 3rd 
Floor, iLABS Centre, Plot No. 404-405, Udyog Vihar, Phase-ill, Gurugram-122016, Haryana + Corp. Off. 1st Floor, SCF-19, Sector-14, Gurugram-122001, 
Haryana + Registered Off. 101, First Floor, Inizio, Cardinal Gracious Road, Chakala, Opposite P & G Plaza, Andheri (East), Mumbai, tet 


400069 India + Tel: +91-124-4584333 + Fax: +91-124-4584111 + Website: www.hdfcergohealth.com + Email: 


* For more details on risk factors, terms and conditions please read sales brochure carefully before concluding a sale. + Tax laws are ikja OAOE, 


* IRDA! Registration Number - 131 + CIN: U66030MH2006PLC331263 
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